<- Diagnostic Trouble Codes 


Confirmed 

P0100 Generic - Powertrain 

Mass or Volume Air Flow "A" Circuit 

P0200 Generic - Powertrain 

Injector Circuit/Open 

P0300 Generic - Powertrain 

Random/Multiple Cylinder Misfire Detected 

U0100 Generic - Network 

Lost Communication With ECM/PCM "A" 
























i(70 9:17 am 

SPEED 

ENGINE 

55 mph 

2728 rpm 

[ FUEL ECONOMY 

144 mpg(inst) 

34 < 0 m Pg(avg) 

TPS MAP 

MAF TIMING 

43 % 0.98 atm 

46.78* / * 14.0* 

ENGINE TEMP 

I INTAKE TEMP 

CB 190° f H 


[ _ LONG TERM FUEL TRIMS _ 1 

RICH ■ 

LEAN 6 % 

OPTIONAL PARAMETERS 

Barometric Pressure 

1.00 atm 

Ambient Air Temp 

82 F 

Engine Load 

96% 

Fuel Level 

19% 

Short Term Fuel Trims -2 % 

Engine Runtime 

00:20:27 
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Best OBD2 Scanners 

Complete Buying Guide and Review 2019 


















